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ABSTRACT OF THE DISCLOSURE 

A shear pin having a hollow shaft fitted with two 
plugs with chamfered ends that abut at the plane where 
shear is to occur on overload. 


The invention described was made by an employee 
of the United States Government and may be manu- 
factured and used by or for the Government for gov- 
ernmental purposes without payment of any royalties 
thereon or therefor. 

This invention relates generally to a shear pin and 
more particularly to a multipart fatigue-resistant shear 
pin. 

Previously known shear pins have been of various 
constructions and configurations but all have been sus- 
ceptible to failure because of fatigue. Past experience 
has shown that shear pin couplings of the external groove 
type are subject to failure due to fatigue rather than 
overloading. After a short duration of application of the 
shear pin to its intended purpose, there is a reduc- 
tion of capacity due to fatigue. Obviously this reduction 
in capacity gradually increases and results in the pin 
shearing at a lower rate of overload than is intended 
and, consequently, may cause undue damage to the vari- 
ous members involved. 

In order to overcome the disadvantages of the prior 
art, it is an object of the instant invention to pro- 
vide a fatigue-resistant shear pin. 

Another object of this invention is to provide a shear 
pin having a pair of plugs pressed into a shaft. 

A further object of the instant invention is to pro- 
vide a shear pin having increased life without alter- 
ing the overload shearing feature. 

Generally, the foregoing and other objects are ac- 
complished by utilizing a pair of plugs having a cham- 
fered end inserted or pressed into a cylindrical shaft 
in a manner such that the chamfered faces of the plugs 
abut one another on the plane of shear. 

A more complete appreciation of the invention and 
many of the attendant advantages thereof will be readily 
apparent as the same becomes better understood by 
reference to the following description when considered 
in connection with the accompanying drawings wherein: 

FIG. 1 is an isometic view, with portions cut away, 
of the instant inventive shear pin; and 

FIG. 2 is a longitudinal cross section through the 
shear pin of FIGURE 1 installed in a pair of driving mem- 
bers. 

Referring now to the drawings wherein the instant 
shear pin 10 is shown to include a pair of plugs 12 
and 14 pressed into hollow shaft 16. Plugs 12 and 14 
are cylindrical and have external faces 18 and 24, re- 
spectively, that are flush or of a length substantially 
equal to shaft 16 when pressed thereinto. The other 
end of plugs 12 and 14, internal faces 20 and 26, re- 
spectively, abut at shear plane 30 where failure on over- 
load is to occur. Internal faces 20 and 26 are cham- 
fered at the perimeters thereof at 22 an 28, respectively. 
In use, the shear pin is drivingly connected to a pair 
of primary members which could be a pulley wheel 
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32 and a shaft 34 for example, so that the sleeve 16 
tends to be transversely sheared by forces tending to 
produce relative movement therebetween, such as ro- 
tative or linear forces applied to the pulley 32 and re- 
6 sisted by the shaft 34. The plugs 12 and 14 are posi- 
tioned so that their adjoining faces 20 and 26 are be- 
tween these primary members and thus effectively posi- 
tion the shear plane of the sleeve at this same point. 
Thus, it is seen that a V-groove is formed about the 
10 circumference of the pair of plugs 12 and 14 internally 
of hollow shaft 16. This provides the advantages of 
the previously known V-groove shear pins without the 
disadvantages of fatigue failures. 

It has been found that electropolished stainless steel 
15 bushings and hardened steel pins reduce surface cor- 
rosion, substantially. However, it is to be understood that 
the instant invention contemplates the utilization of 
any compatible materials. The instant design provides the 
required load capacity for shaft protection and has no 
20 groove to induce fatigue failure. Satisfactory service indi- 
cates that the instant shear pin has solved the prob- 
lem of fatigue failure while furnishing the desired pro- 
tection against shaft overload. 

Obviously, many modifications and variations of the 
25 subject invention are possible in the light of the above 
teachings. It is therefore to be understood that within 
the scope of the appended claims the invention may be 
practiced otherwise than as specifically described. 

What is claimed as new and desired to be secured by 
30 Letters Patent of the United States is: 

1. A shear overload arrangement for producing con- 
trolled separation of a pair of primary members com- 
prising: 

a hollow shaft member; 

35 means drivingly connecting a respective portion of 
said shaft member to each primary member so that 
relative movement therebetween tends to transversely 
shear said hollow shaft member; 

a pair of plugs slidably fitted into said hollow shaft 
40 and positioned so that the adjoining portions thereof 
are between said pair of primary members whereby 
the point of shear of said hollow shaft member can 
be controlled without notching or grooving there- 
of and resultant fatigue failures are eliminated. 

45 2. The overload arrangement of claim 1 wherein said 

adjoining portions of said plugs are chamfered and posi- 
tioned to abut each other whereby a discrete shear plane 
is produced. 

3. A fatigue-resistant shear pin comprising: 

50 a hollow shaft member; 

plug means including a pair of plugs positioned within 
said hollow shaft member with adjoining portions 
thereof abutting each other, and the sum of the 
lengths of said plugs substantially equalling the length 
55 of said hollow shaft. 

4. The fatigue-resistant shear pin of claim 3 wherein 
said plugs have chamfered edges on said abutting faces. 

5. The fatigue-resistant shear pin of claim 4 wherein 
said hollow shaft is cylindrical and has an inside diam- 

60 eter substantially equal to the diameter of said plugs, 
whereby said plugs provide rigidity for said hollow shaft 
member. 
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